finally sanctioned and improved upon by the present Nizam is one of
tremendous dimensions. The Afzal Bridge which connects the northern and
southern parts of the City has been rebuilt A reservoir, called the Osman
Sagar, has been built across the Musi, a few miles away from the City, in
order to serve not only as a flood moderator, but also as a source of water
supply. This has cost Rs. 58,40,000. Another reservoir, the Himayat Sagar,
has been constructed across the-Tiver Easi, 3^ miles above its junction with the
Musi river. It acts not merely as a flood moderator but also as an irrigation
tank- It has cost the enormous sum of Rs. 91,75,000, very nearly a crore of
rupees.

A view of the Osmania Park on the northern bank of the Musi River.

The northern and southern banks of the river Musi have been raised
by embankments which are covered with stone masonry to strengthen them.
The roads on either side have been broadened and along them now stand
three of the most imposing buildings in Hyderabad, and for the matter of
that, in India. These buildings are the Osmania General Hospital, High
Court and City College. Between the northern bank and the road there is a
beautiful river park which has served to enhance the appearance of the
City considerably.

8